Design  Features:     Site  and  General  Building Characteristics
SITE   LOCATION

Required  Physical  Capabilities:

Wheelchair  mobility   (van,   taxi,   or  other  transportation
system  desirable).

Rationale:

Near the Dodd Hall Rehabilitation Facility (for medical
care, jobs, food), the Ohio State University campus {for
classes, personal attendants, entertainment).  The campus is
largely accessible to the physically handicapped.

Analysis:

Creative Living seems to be well located with regard to
the needs of its residents.  Many work, eat, or receive
medical care at Dodd Hall.  Others are students at OSU.
Distances can be negotiated by electric wheelchair.

Recommendations:

- Identify services which should be in close proximity,
such as personal attendants, jobs, educational
facilities, food, medical services, transportation,
and recreation, and choose a site accordingly.
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